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Form submission from: Contact Governor Cooper 


Submitted on Friday, September 15, 2017 - 1:56 pm 
Submitted by anonymous user: 10.10.45.38 
Submitted values are: 

First Name: lames 
Last Name: Evans 
City: Durham 
State: NC 

Email: jpevans@med.unc.edu 
Phone Number: 9196196248 
Message: 

Dear Governor Cooper, 

Thank you so much for delaying the AC pipeline. It should not be built; the ratio of harm to benefit is 
too high for NC. Please follow through and do not approve it in December. 

Thanks, 
lim Evans 


The results of this submission may be viewed at: 
https://governor.nc.gov/node/ll/submissi on/21991 
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